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DONALD N. MEDEARIS, JR., M.D. (Chairman), is Charles Wilder Professor of Pediatrics, Harvard Medical School, and Chief of the Children's Service at Massachusetts General Hospital in Boston. He serves on the Division of Medical Ethics Steering Committee at Harvard Medical School and is a member of the Executive Committee of the Association of American Medical School Pediatric Departmenl Chairmen. He served as Dean of the University of Pittsburgh School of Medicine and as Director of the Department of Pediatrics at Cleveland Metropolitan General Hospital. He also served on the President's Commission for the Study of Ethical Problems in Medicine and Biomedical and Behavioral Research. Elected to the Institute of Medicine in 1983, Dr. Medearis has served on several IOM studies, most recently on the Committee on the Effects of Medical Liability on Maternal and Child Health Care.
RICHARD B. DONKER, Ed.D., has spent the past 15 years in a variety of executive positions with Memorial Hospitals Association (MHA), Modesto, California. From 1988 to 1992, he was Vice President of Clinical Services. Previous activities include development of one of the first helicopter ambulance services in the United States, of an early Preferred Provider Organization, and of a nascent "fast track" emergency department. Prior to his employment with MHA, he was one of the first paramedics in Northern California. Dr. Donker is a frequent consultant, lecturer, and author on topics of EMS and EMS systems and health care planning. In 1992, he left health care to become the Managing Director of Global Busi-
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